FEDERAL MINE SAFETY AND HEALTH REVIEW COMMISSION

OFFICE OF ADMINISTRATIVE LAW JUDGES
2 SKYLINE, 10th FLOOR

5203 LEESBURG PIKE
FALLS CHURCH, VIRGINIA   22041

SECRETARY OP LABOR,

MINE SAFETY AND HEALTH
ADMINISTRATION (MSHA),
Petitioner

V.

TURNER BROTHERS, INC.,

Respondent

CIVIL PENALTY PROCEEDINGS

Docket No, CENT 83-40
A.C. No. 34-01241-03501

Docket No. CENT 83-51
A.C. No. 34-01241-03502

Muskogee No. 2 Mine

Docket No. CENT 83-52
A.C. No. 34-01357-03503

Welch No. 1 Mine

Docket No. CENT 83-54
A.C. No. 34-01317-03506

Docket No. CENT 83-55
A.C. No. 34-01317-03507

Heavener No. 1 Mine

Appearances:

Before:

DECISIONS

Allen Reid Tilson, Esq., Office of the Solicitor,

U.S. Department of Labor, Dallas, Texas, for

Petitioner;

Robert J. Petrick, Esq., Muskogee, Oklahoma,

for 'Respondent.

Judge Koutras

Statement of the Proceedings

Theae proceedings concern civil penalty proposals filed
by the petitioner against the respondent pursuant to section
110 (a) of the Federal Mine Safety and Health Act of 1977,
30 U.S.C, 820(a), seeking civil penalty assessments for 17
alleged violations of certain mandatory safety and health
standards promulgated pursuant to the Act. Respondent
contested the proposed assessments, and hearings were held
in Muskogee, Oklahoma, The parties waived the filing of
written posthearing proposed findings and conclusions, but
their oral arguments made on the record during the course
of the hearings have been considered by me in the these cases.
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